5/14/2020 


City of Los Angeles Mail - Re: 4008 Mararthon by Virgil 



Bladimir Campos <bladimir.campos@lacity.org> 


Re: 4008 Mararthon by Virgil 

10 messages 


Roger Duarte <roger.duarte@lacity.org> Mon, Apr 27, 2020 at 12:38 PM 

To: George Hakopiants <george.hakopiants@lacity.org> 

Cc: Bladimir Campos <bladimir.campos@lacity.org> 

Hi George, This is more than Bulky items, Please place a request with Clean Streets for the loose trash & shopping carts. 

Hi Blad, can you please facilitate sir. 


Best Regards, 

Roger Duarte - Refuse Collection Supervisor 
LA Sanitation & Environment 
North Central District 
213 595 2702 

roger.duarte@lacity.org 



On Mon, Apr 27, 2020 at 12:29 PM George Hakopiants <george.hakopiants@lacity.org> wrote: 
Hi Roger! 

Hope you’re doing well! 

Wanted to report this to you 



https://mail. google. com/mail/u/0?ik=ef0ae1 d2b1 &view=pt&search=all&permthid=thread-f%3A1665155798814346628&simpl=msg-f%3A1665155798814346628&simpl=msg-a%3Ar-842883794062851... 1/10 








5/14/2020 


City of Los Angeles Mail - Re: 4008 Mararthon by Virgil 



https://mail. google. com/mail/u/0?ik=ef0ae1d2b1&view=pt&search=all&permthid=thread-f%3A1665155798814346628&simpl=msg-f%3A1665155798814346628&simpl=msg-a%3Ar-842883794062851... 2/10 











5/14/2020 


City of Los Angeles Mail - Re: 4008 Mararthon by Virgil 



https://mail. google. com/mail/u/0?ik=ef0ae1d2b1&view=pt&search=all&permthid=thread-f%3A1665155798814346628&simpl=msg-f%3A1665155798814346628&simpl=msg-a%3Ar-842883794062851... 3/10 





5/14/2020 


City of Los Angeles Mail - Re: 4008 Mararthon by Virgil 



https://mail. google. com/mail/u/0?ik=ef0ae1d2b1&view=pt&search=all&permthid=thread-f%3A1665155798814346628&simpl=msg-f%3A1665155798814346628&simpl=msg-a%3Ar-842883794062851... 


4/10 
















5/14/2020 


City of Los Angeles Mail - Re: 4008 Mararthon by Virgil 



MITCH 


O'FARRELL 


#LACOLINCIL 


Geor g e Hakopiants 

Field Deputy: East Hollywood 

Office of Councilmember Mitch O'Farrell, Council District 13 

1722 Sunset Blvd. Los Angeles, CA 90026 

Phone (213) 207-3023 | Fax (213) 207-3031 | www.cd13.lacity.org 

n ®«s 


Bladimir Campos <bladimir.campos@lacity.org> Mon, Apr 27, 2020 at 12:39 PM 

To: Roger Duarte <roger.duarte@lacity.org> 

Cc: George Hakopiants <george.hakopiants@lacity.org> 

Will do. 

Regards 

Bladimir Campos 
LA Sanitation and Environment 

[Quoted text hidden] 


Bladimir Campos <bladimir.campos@lacity.org> Mon, Apr 27, 2020 at 12:40 PM 

To: Primitiva Vidal <primitiva.vidal@lacity.org> 

Greetings Primitiva 

Please assist and advise when completed. Thank you. 

Let me know if you have any questions. 

Best regards, 

Bladimir Campos 
LA Sanitation and Environment 

[Quoted text hidden] 


Primitiva Vidal <primitiva.vidal@lacity.org> Mon, Apr 27, 2020 at 12:56 PM 

To: Bladimir Campos <bladimir.campos@lacity.org> 

https://mail. google. com/mail/u/0?ik=ef0ae1d2b1&view=pt&search=all&pernnthid=thread-f%3A1665155798814346628&simpl=msg-f%3A1665155798814346628&simpl=msg-a%3Ar-842883794062851... 5/10 
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Cc: Frederick Moody <frederick.moody@lacity.org>, Howard Wong <Howard.wong@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org> 

Good afternoon Bladimir. 

I will include this location tomorrow for our CD 13 CARE operation and will let you know when it's completed. 

Thanks. 

[Quoted text hidden] 

Very truly yours, 


Primitiva "Iva" Vidal 

Senior Environmental Compliance Inspector 
Work phone: 213 713 8876 
Livability Services Division 



Industrial Waste Management Divsion (IWMD) 


Oriel erLA 



waste 

history 


Bladimir Campos <bladimir.campos@lacity.org> Mon, Apr 27, 2020 at 12:58 PM 

To: Primitiva Vidal <primitiva.vidal@lacity.org> 

Cc: Frederick Moody <frederick.moody@lacity.org>, Howard Wong <howard.wong@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org> 

Much appreciated. Thanks Primitiva. 

Best regards, 

Bladimir Campos 
LA Sanitation and Environment 

[Quoted text hidden] 


Bladimir Campos <bladimir.campos@lacity.org> Mon, Apr 27, 2020 at 2:08 PM 

To: George Hakopiants <george.hakopiants@lacity.org> 

Cc: Hector Vega <hector.vega@lacity.org>, Primitiva Vidal <primitiva.vidal@lacity.org>, Roger Duarte <roger.duarte@lacity.org> 

Hi George 

It will be serviced tomorrow. 

Best regards 
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Bladimir Campos 
LA Sanitation and Environment 

-Forwarded message- 

From: Roger Duarte <roger.duarte@lacity.org> 

Date: Mon, Apr 27, 2020, 12:38 

Subject: Re: 4008 Mararthon by Virgil 

To: George Hakopiants <george.hakopiants@lacity.org> 

Cc: Bladimir Campos <bladimir.campos@lacity.org> 


[Quoted text hidden] 


George Hakopiants <george.hakopiants@lacity.org> Mon, Apr 27, 2020 at 2:13 PM 

To: Bladimir Campos <bladimir.campos@lacity.org> 

Cc: Hector Vega <hector.vega@lacity.org>, Primitiva Vidal <primitiva.vidal@lacity.org>, Roger Duarte <roger.duarte@lacity.org> 

Thank you, Blad! 

[Quoted text hidden] 


Primitiva Vidal <primitiva.vidal@lacity.org> Wed, Apr 29, 2020 at 1:50 PM 

To: Bladimir Campos <bladimir.campos@lacity.org> 

Cc: Frederick Moody <frederick.moody@lacity.org>, Howard Wong <Howard.wong@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org>, Hector Vega 
<hector.vega@lacity.org>, George Hakopiants <george.hakopiants@lacity.org>, Roger Duarte <roger.duarte@lacity.org> 

Hi Bladimir, 

We did our CD 13 CARE operations yesterday and here are some photos for your reference. 

Our team did collect some feces and debris but did not pick-up other "trash" for there were homeless individuals living in the area and claiming those as their 
personal properties. 

Before the CARE operations: 


https://mail. google. com/mail/u/0?ik=ef0ae1d2b1&view=pt&search=all&pernnthid=thread-f%3A1665155798814346628&simpl=msg-f%3A1665155798814346628&simpl=msg-a%3Ar-842883794062851... 7/10 
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After the CARE operations: 
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Regards. 


[Quoted text hidden] 
[Quoted text hidden] 


Bladimir Campos <bladimir.campos@lacity.org> Wed, Apr 29, 2020 at 1:58 PM 

To: Primitiva Vidal <primitiva.vidal@lacity.org> 

Cc: Frederick Moody <frederick.moody@lacity.org>, Howard Wong <howard.wong@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org>, Hector Vega 
<hector.vega@lacity.org>, George Hakopiants <george.hakopiants@lacity.org>, Roger Duarte <roger.duarte@lacity.org> 

Good afternoon Primitiva. 

Thanks much for the update. We appreciate your assistance. 

Best regards, 

Bladimir Campos 
LA Sanitation and Environment 
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[Quoted text hidden] 


George Hakopiants <george.hakopiants@lacity.org> Wed, Apr 29, 2020 at 2:01 PM 

To: Bladimir Campos <bladimir.campos@lacity.org> 

Cc: Primitiva Vidal <primitiva.vidal@lacity.org>, Frederick Moody <frederick.moody@lacity.org>, Howard Wong <howard.wong@lacity.org>, Jonelle Gardea 
<jonelle.gardea@lacity.org>, Hector Vega <hector.vega@lacity.org>, Roger Duarte <roger.duarte@lacity.org> 

Thanks, Primitiva and SAN Team! 

What is the issue with the additional items left behind? 

[Quoted text hidden] 
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